116     DOCKETED ITEMS

-9203060086 "Semiannual Effluent Release Rept for Jui-Dec 1991."

* Tennessee Valley Authority. 91/12/31. 17pp. 60880:257-60880:275.

-9203060090 "Radiological Impact Assessment Rept," Jan-Dec 1991.

* Tennessee Valley Authority. 91/12/31. 39pp. 60880:276-60880:315.

9203060311 Forwards "Sequoyah Nuclear Plant.Units 1 & 2 10CFR50.59 Annual Oper-
ating Rept to NRG 1991." All temporary alteration control form info.per Insp Rept 50-
327/92-02 included in rept

WILSON.J.L Tennessee Valley Authority. 92/03/02. Document Control Branch {Docu-
ment Control Desk). 1p. 60859:070-60859:149.

-9203060313 "Sequoyah Nuclear Plant Units 1 & 2 10CFR50.59 Annual Operating Rept
to NRC 1991."

* Tennessee Valley Authority. 91/12/31. 79pp. 60859:072-60859:149.

S. Reportable occurrences, LERs & related correspondence

9203020292 LER 92-003-00:on 920127,fire suppression valve positions inside contain-
ment not verified per SR 4.7.11.2.a.Caused by deficient procedures.SI implementing
SR revised 920128 to include checking valve positions.W/920226 Itr.
MEADE.M., WILSONJ.L Tennessee Valley Authority. 92/02/26. 6pp. 60838:060-
60838:065.

9203110134 LER 91-009-01 :on 910506,fire suppression sys ^perable after invalid sur-
veillance testCaused by internal piping corrosion deposits,incrustation & buildup of
river sediment. Pressure control valves calibr.W/920302 Itr.

WHITTEMORE,C.H.,   WILSON.J.L  Tennessee  Valley  Authority.  92/03/02.   11pp.
60948:288-60948:298.

9203130179 LER 92-004-00:on 920205,during walkdown to identify breaker
types.calculation review identified breaker 003 on each board not addressed.Caused
by inadequate preparation/review. Vita! battery tagged out & criteria revised.W/
920309 Itr.

PROFFITTJ.W.,   W1LSON.J.L   Tennessee   Valley   Authority.   92/03/09.    10pp.
60997:059-60997:068.

9203130196 LER 92-006-00:on 920209,failure to verify RCS flow above TS limits led to
LCO 3.2.5.After exit from LCO.failure to check SI criteria renewed error.Caused by
personnel error.SI data sheets revised & personnel counselled.W/920310 Itr.
BAJRASZEWSKU,   WILSON.J.L   Tennessee   Valley   Authority.   92/03/10.   7pp.
60948:309-60948:315.

9203200219 Special rept 92-01 :on 920206,nonfunctipnal fire barrier for period greater
than TS allowable time period noted. Caused by irreparable damage to door & un-
availability of replacement door. Fire watch established.

WILSON.J.L Tennessee Valley Authority. 92/03/13. Document Control Branch (Docu-
ment Control Desk). 4pp. 61073:183-61073:186.

9203250377 LER 92-005-00:on 920219,discovered that interlock defeat mechanism re-
moved following Unit 1 Cycle 5 refueling outage activities.Caused by inadequate
usage of configuration log. Personnel trained on configuration log usage.W/920320 Itr.
WHITTEMORE.C.H., WILSON.J.L Tennessee Valley Authority. 92/03/20. 13pp.
61224:177-61224:188.

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac-
tors mfg by Fasco Industries.Initially reported by util on 911010.Vendor advised to re-
place all affected contactors.Replacements available by Apr 1992.
PATTERSON.L Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post
870413). 14pp. 61209:198-61209:211.

T. Hearing transcripts on non-antitrust matters

9203200418 Transcript of 920317 meeting in Rockvilie.MD re discussion of readiness to
restart of plantPp 1-146.W/supporting documentation.
* Commissioners (Post 750119). 92/03/17. 198pp. 61058:154-61058:351.

DOCKET 50-328 SEQUOYAH NUCLEAR PLANT, UNIT 2

F. Security, medical, emergency 4 fire protection plans

9203030003 Informs that licensee submittal,nuclear power radiological emergency
plan.rev 9 meets planning standards of 10CFR50.47 (b) & requirements of App E to
10CFR50.

CLINE.W.E. Region 2 (Post 820201). 92/02/12. NAUMAN.D.A. Tennessee Valley Au-
thority. 5pp. 60753:005-60753:009.

9203260092 Forwards insp repts 50-327/92-04 & 50-328/92-04 on 920224-28.No viola-
tions or deviations noted.

COLLINS.D.M. Region 2 (Post 820201). 92/03/18. Tennessee Valley Authority. 4pp.
61083:150-61083:154.

-9203260098 Partially withheld insp repts 50-327/92-04 & 50-328/92-04 on 920224-28
(10CFR73.21).No violations noted.Major areas inspected:physical security program for
power reactors including security plan.audit & alarm stations.
TOBIN.WJ. Region 2 (Post 820201). 92/03/17.1p. 61083:154-61083:154.

9203300346 Ack receipt of 920226 Itr transmitting Rev 18 to training & qualification
plan.Changes consistent w/ provisions of 10CFR50.54(p) & acceptable for inclusion
into plan.

COLLINS.D.M. Region 2 (Post 820201). 92/03/24. Tennessee Valley Authority. 4pp.
61207:247-61207:250.

9203310135 Advises that 911028 & 1213 submittals of plant emergency response data
sys (ERDS) implementation plan provides basis for acceptable implementation of
ERDS at plant

HEBDON.FJ. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 92/03/26. BURZYNSKI.M.J. Tennessee Valley Authority. 4pp. 61194:128-
61194:132.

H. General correspondence

9203060360 Informs of resignation of DA Nauman.Senior Vice President, Nuclear Power
& that effective immediately.OD Kingstey will provide oversight of Nuclear Power ac-
tivities & will act as senior nuclear officer.

K1NGSLEYO.D. Tennessee Valley Authority. 92/03/02. Document Control Branch
(Document Control Desk). 1p. 60840:351-60840:351.

9203090062 Requests all NRC correspondence for senior mgt continue to be addressed
to Senior Vice President,Nuclear Power at Chattanooga.TN office despite recent
change in mgt.

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/04. Document Control Branch
(Document Control Desk). 2pp. 60852:259-60852:260.

J. Insurance & indemnity information

9203090011 Notifies of onsite property damage insurance coverage at plants per
10CFR50.54(w).

BURZYNSKI.MJ. Tennessee Valley Authority. 92/03/03. Document Control Branch
(Document Control Desk). 3pp.p. 61164:153-61164:155.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities -10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203020102 Revises 860911 response to Question 5 re worst case calculation for vol-
tages on Class 1E buses for condition of starting reactor coolant pump w/buses
loaded as in accident situation ,per 860807 telcon.

WILSON.J.L Tennessee Valley Authority. 92/02/25. Document Control Branch (Docu-
ment Control Desk). 4pp. 60788:111-60788:114.

9203060078 Forwards planned changes in Employee Concerns Special Program Cor-
rective Action Tracking Document closure process for expedited review.per 920107
discussion.

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/02. Document Control Branch
(Document Control Desk). 9pp. 60867:001-60867:009.

9203180056 Discusses review of util nuclear QA plant (TVA-NQA-PLN89-A) annual
update.rev 2 transmitted w/920115 Itr.Plan acceptable per 10CFR50,app B.
GIBSON.A.F. Region 2 (Post 820201). 92/03/03. NAUMAN.D.A. Tennessee Valley
Authority. 6pp. 60935:121-60935:126.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity,10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203160275 Notification of 920331 meeting w/util in Rockvilie.MD to discuss best esti-
mate LOCA containment analysis for facility & use in reducing containment ice con-
denser requirements.

LABARGE.D.E. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 92/03/12. HEBDON.F.J. Project Directorate II-4 (formerly TVA Project Direc-
torate) (Post 900603). 5pp. 60932:326-60932:330.

9203180298 Advises that util 911025 response to questions re generic issue A-30.
"Adequacy of Safety-Related DC Power Supplies" acceptable.per generic Itr 91-
06.Completed questionnaires will be used to determine if further action needed.
LABARGE.D.E.  Project Directorate II-4  (formerly TVA  Project  Directorate) (Post
900603). 92/03/12. Tennessee Valley Authority. 4pp. 60971:008-60971:011.

9203180360 Requests response to questions re util 910827 proposed tech spec change
to remove containment ventilation isolation signal generated by containment gas &
particulate radiation monitoring sys.

LABARGE.D.E. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 92/03/12. Tennessee Valley Authority. 5pp. 60971:093-60971:097.

9203270190 Advises that 920331 meeting w/util in Rockvilie.MD to discuss best esti-
mate LOCA containment analysis developed for plant was cancelled.
LABARGE.D.E.  Project  Directorate  II-4  (formerly TVA  Project Directorate) (Post
900603). 92/03/12. HEBDON.FJ. Project Directorate II-4 (formerly TVA Project Direc-
torate) (Post 900603). 5pp. 61165:304-61165:308.

9203200367 Discusses alternate analysis review program Phase II re pipe support de-
flection criteria.

WILSON.J.L Tennessee Valley Authority. 92/03/16. Document Control Branch (Docu-
ment Control Desk). 2pp. 61108:192-61108:193.

9203240344 Forwards request for relief from ASME Code.Section XI hydrostatic test re-
quirements involving RCS & small section of connected ECGS piping.Replacement of
check valves 2-VLV-63-587 & 2-VLV-63-588 expected by 920407.
WILSON.J.L. Tennessee Valley Authority. 92/03/17. Document Control Branch (Docu-
ment Control Desk). 9pp. 61094:352-61094:360.see Valley Authority. 92/03/19. Document Control Branch (Docu-
